With the aid of a television monitor, a researcher guides a fine glass needle (on left
of screen) containing DMA into the nucleus of a cell. This technique! is used to
introduce desirable genes into plants and animals.

The mouse on the right is twice the size of its sibling because of a growth-promoting
gene that was inserted into its cells. The ring surrounding the mice depicts the
genetic material introduced into the larger mouse's cells.